“Submit to HQ-00/C in triplicate with process sheet attached) 
DIST: ORIG-GRAPHICS; DUPL-CASE FILE; TRIPL- SOURCE FILE; QUAD- FO RECORD 


France 


SUBJECT 
Government Pilot Plant for Organic Hydrogen Peroxide in Toulouse 


NUMBER OF ITEMS ANO CATEGORY (Still photographs, negatives, or stides) 
3 - 8 x 10" black and white photographs 


DATE OF EXPOSURE 1953 


CHECK CLASSIFICATION OF PHOTOGRAPHS WHEN SEPARATED FROM THIS FORM. (The classification nead not be the same.) 


[L_]JU. $. OFFICIALS ONLY [-_] cla OFFICIALS ONLY [-~] secret 
(J conFIDENTIAL {__] restaictep Rk JUNCLASSIFIED 


ABESCRIPTION 


[S$ SOURCE APT TO MAKE ADDITIONAL PHOTOGRAPHIC MATERIAL AVAILABLE? [J yves [yx_]no 
WAY SOURCE'S NAME BE REVEALED TO GRAPHICS REGISTER, OCD, IF REQUIRED? [CL] Ves c 


DESCRIPTION OF MATERIAL 


3 - 8 x 10" black and white photographs of interior of the French Government 
pilot plant at Toulouse for experimentation in the production 
of organic hydrogen peroxide, er ccases, 


~ XTAZOFOR HEADQUARTERS USE ONLY 


DATE FORWARDED TO GR BY GMP , 
96 Pte 35 
GR CONTROL NO. RETURN DEADLINE (IF LOAN) . 
“ £02. 


